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Message Text 

CONFIDENTIAL 

PAGE 01 FRANKF 02598 311139Z 
ACTION SY-05 

INFO OCT-01 ISO-OO ACDA-12 /018W 

056879 311146Z/23 

OR311117Z MAR 78 
FM AMCONSUL FRANKFURT 
TO USMISSION GENEVA IMMEDIATE 
INFO SECSTATE WASHDC 1398 

CONFIDENTIAL FRANKFURT 2598 

GENEVA FOR SALT/RSO, DEPT FOR SY/OPS/T FROM OIC/RTC 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJ: ACR AIR CONDITIONER REPAIR-SALT 

1 . RTC ATTEMPTING TO PROCURE NEEDED REPLACEMENT PARTS TO REPAIR 
MALFUNCTIONING ACR CONDITIONER. UNFORTUNATELY DUE TO MANUFACTURER 
DELIVERY TIME NEW PARTS WILL NOT BE AVAILABLE FOR AT LEAST SIX 
WEEKS. 

2. RTC PRESENTLY ATTEMPTING TO TEST IDENTICAL USED AIR 
CONDITIONER AVAILABLE AT RTC TO DETERMINE IF IT WILL FUNCTION 

AS SUITABLE TEMPORARY REPLACEMENT UNTIL RED TAPE INVOLVED WITH 
BUYING NEW UNITS IS OVERCOME. 

3. SHOULD UNIT MENTIONED IN PARA 2 OPERATE CORRECTLY, RTC WILL 
ARRANGE DELIVERY AND INSTALLATION ASAP. WILL ADVISE RSO OUTCOME 
OF TESTS WHEN THEY ARE COMPLETED. LEHMANN 


CONFIDENTIAL 
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